Sanitized Copy Approved for Release 2010/02/23 : CIA-RDP87-00462R000100160006-3 

THE DIRECTOR OF 
CENTRAL INTELLIGENCE 


National Intelligence Council 17 December 1935 


MEMORANDUM FOR; Director of Personnel 

FROM: Herbert E. Meyer 

Vice Chairman, National Intel 1 
gence Council 

SUBJECT: Letter of Resignation 


I plan to resign from the Agency on 
31 December 1985. 


Herbert e/ Meyer 
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